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SM=l;NT=0;l_= 
CY=K; PRINT ' 
CY=K; PRINT ' 
CY=K; PRINT 1 
CY-K; PRINT " 
CY=K; PRINT ' 
CY=K; PRINT " 
CY=K; PRINT ” 


3;U=0;K=-40;T=2500 

INPUT BOX WIBTH+HEIGHT “ ; FOR ft=lTO T; NEXT ft 
INPUT MODEaFC=l BC=2 " ;FOR R=1T0 T ; NEXT R 
OR 3=REUERSE 4=INUISIBLE” ; FOR R=1T0 T ; NEXT ft 
MOUE BOX WITH JOY-STICK FOR ft=lTO T ; NEXT ft 
PULL TRIGGERa FREE2ES BOX" ; FOR ft=lTO T; NEXT ft 
TO SfiUEts : PRINT ;STOP ";FOR ft=lTO T ; NEXT ft 
STfiRT RECORBERaPRESS ' GO’ " ; FOR ft=UO T ; NEXT ft 


CY=K; PRINT 
CY=K;SM=1; INPUT 
CY=K; PRINT " 

L— L+JXC 1 ) ; U=U+JY( 1 ) ; BOX L,U 


WIDTH? "W; INPUT “ HEIGHT?’H; INPUT " BOX MODE? " M 


, W, H, 3; BOX L,U,W,H,3; IF TR( 1 )BOX L,U, W, 


90 GOTO 80 


H, M; GOTO 


> 


